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PERSONAL 

COMPUTATION 

GROUP 


COMPUTER TERMINALS 
GROUP (CTO) 
Gyrr.yvate, CA 
Cyril Y*niciunl 
GENERAL MANAGER 


Pfi: Jnny Gr-WG 

( 406 ) P 57-7000 * 3?55 



COMPUTER 
PERIPHERALS GROUP (CFG) 
Soi36. 10 

fiictisnJ A. H-acktrtm 
GENERAL MANAGER 
B.III Murphy 

MARKETING MANAGER 

PR- I 

(MS) «07D 



(fOfl) 376-6000 *3290 



(aoai 375 -KOO 




(306) S99-4535 x34? 




PERSONAL COMPUTATION 
CROUP <PCG) 
Ccr^sUis, OR 
GhJirlhr. R. Maori? 
GENERAL MANAGER 

See Rogrcrs 

MARKETING MANAGER 


PR: S'-frVe RudlOC^ 


( 503 ) 75-21107 iSSaa 



INSTRUMENT 

GROUP 



COLORADO SPRINGS 
DIVISION 1 (COL) 
Colors Springs. CO 


Juhri Riggtn 
GENERAL MANAGER 
□ ISPLATS OPERATION 
John Hiyyeri 

OPERATIONS MANAGER 
Frtd Bade 

MARKETING MANAGER 

PR: Tam Rysn 

13031 550-1900 iSfOlO 

LOGIC STSTEMS OPERATION 
Dave Dayftm 

OPERATIONS MANAGER 
Enk Lesilng 

marketing manager 

PR: An Pgbs 

[3G3j 596-1500 1(2072 




For questions regarding products from divisions without listed PR contacts, or from overseas divisions, please call the Group PR contact. For 
questions or> other HP products (Medical Analytical, or Instruments), please call Corporate Public Relations: (415) 857-4225. 



































MILLIONS OF DOLLARS 


HEWLETT-PACKARD 
SALES INFORMATION 


Sales — Sales for fiscal year 1981 were $3.6 billion. Net 
earnings were $312 million. For the first half of fiscal year 
1982, sales totaled $2.01 billion, a 22% increase over the 
corresponding period of 1981, Net earnings were $167 milli on. 
Electronic data products accounted for 50% of total sales. 
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1980 1981 1982 

FISCAL YEAR QUARTERS 

Facts About HP 

Hewlett-Packard is a major designer and manufacturer of pre¬ 
cision electronics equipment for measurement, analysis and 
computation. The company employs more than 64,500 people 
and operates approximately 50 manufacturing facilities 
worldwide* 

— Domestic Operations include manufacturing facilities in 
Cupertino, Mountain View, Palo Alto, Roseville, San 
Diego, San Jose, Santa Clara, Santa Rosa, and Sunnyvale in 
California; Colorado Springs, Fort Collins and Loveland in 
Colorado; Boise, Idaho; Andover and Waltham in Massa¬ 
chusetts; Rockaway, New Jersey; Corvallis and McMinnville 
in Oregon; Avondale, Pennsylvania; Spokane, Vancouver 
and Lake Stevens in Washington. 

— International Operations include manufacturing facilities in 
Campinas, Brazil; Grenoble, France; Boeblingen and 
Waldbronn, German Federal Republic; Hachioji, Japan; 
Penang, Malaysia; Aguadilla, Puerto Rico; South Queens- 
ferry, Scotland; and Singapore. 

Hewlett-Packard has 172 domestic sales and service offices 
worldwide. There arc 70 sales and service offices in cities 
throughout the US with regional marketing headquarters in 
Atlanta, Georgia; North Hollywood, California; Rockville, 
Maryland; and Rolling Meadows, Illinois. HP also has Interna¬ 
tional sales and service offices in 64 countries with head¬ 
quarters in Palo Alto, California and Geneva, Switzerland. 


CMG PR 7/82 
(415) 857-7256 


Printed in USA 7/82 
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